ORBITAL  COMPLEX  TYPE  76/218 


TECHNICAL  STAFF 
CLASS  2 

LOGREF  547/21477 
ORBITAL  COMPLEX 
TYPE  76/218 
SERIES  99471 

ALL  VEHICLES  TO 
BE  SECURED  THROUGH 
LOGREF  96/41 C2 
MANUALS  CAN  BE 
CALLED  UP  ON  TREATY 
SCREEN  A354788/4352 

POWER  SUPPLY 
TYPE/PULVIN  CRYSTAL 

UNIVERSAL  7/7420 
TYPE  71 

CAPACITY  SPEED 
MAX  THRUST  7784 

GUIDANCE  SYSTEM 
9371 /A 

LANDING  AREA 
MAX  LOAD  2451  UM 

ALL  MODES  IN  GREEN 
VECTOR  CATAGORY  WZ 

POWER  UNITS  4 
TYPE  DF2431/88 
MAINTENANCE  LEVEL  23 


SAFETY  PROCEDURES 
MODES  2198/87 


PRELOAD  TRAVEL 
CODES  TYPE  7C543/876 


ACCOMMODATION  120 
FULLY  INTEGRATED 


ELEVATORS  TYPE  7/C32 
PAYLOAD  253 


PROVISION  LIST 
3282/87677 


CREW TS  STANDARD 
FGB  4315/99 


MAX  RANGE 
STELLA  GRADE  4 


IN  FO  R  M  AT  10  N  CLASSIFICATION  S  E  R  IE  S  5 

ON  LY  AVAILABLE  TO  W  O  R  K  F  0  R  C  E  C  L  A  S  S  4 
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